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OUR  LADY  OF  TEARS  CHURCH 
SILVER  CITY,  IDAHO 

Built  in  1896  by  the  Episcopal  Church,  because  of  lack  of  use 
this  building  was  given  to  the  Catholic  Diocese  of  Boise.  Mass 
is  offered  several  times  each  year  during  the  summer. -It  is  one 
of  the  best  preserved  buildings  in  Silver  City. 
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